I26                       Modelling
body from the head of the humerus to the extreme point of the buttock should be 4 feet 4 inches; this length being equal to three heads. Divide 4 feet 4 inches by 3, which gives 17 inches for the length of the head from the point of the nose to the top of the skull; this measurement, 17 inches, will be used to find all the other measurements for the different parts of the lion.
This measurement of 17 inches found, establish a scale in the following manner; trace an horizontal line 4 feet 4 inches
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in length (length from the head of the humerus to the root of the tail) and divide this line into three parts of 17 inches each, then in halves, quarters and eighths (Fig. 87).
If we allow for the body 4 feet 4 inches, in allowing 6 inches for the neck and 17 inches for the head, this makes a total of 6 feet 3 inches.
The photograph of the first stage (Figs. 88 and 88a) and the diagram (Fig. 86) show the first measurements to be taken, which are indicated on the photograph by white dots and in the diagram (Fig. 86) in the order in which they should be taken.
If a first sketch is to be made of, let us say, a quarter